Cascade is the first of a succession of sum¬ 
mer home resorts located along Ute Pass. 
Here the auto highway to Pikes Peak turns 
off Highway 24. In this view is shown the 
chapel of the Holy Rosary, one of the most 
picturesque churches to be seen anywhere, 
and the Cascade Business Center. 
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536 — Scene at Cascade in Ute Pass 



